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Niagara's main cataract, dropping about ~ 
160 feet, has cut a seven mile gorge extending £ 
from Lake Ontario to the present site of the °. 
Falls. It is estimated that the Horseshoe Falls < 
has retreated at a rate of 2.3 feet per year . 
since 1906. 
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118 Two Views of American and Horseshoe Falls, 
Niagara Falls, Canada 




